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ABSTRACT 


The goal of the experiment is to understand the role of 
metal~steam combustion in the explosion of underwater shaped 
charges. An apparatus was constructed to investigate combustion 
Of aluminum in steam. For background information, aluminum 
wires (1 mm Giameter, £0 mm length) were ignited in air by high 
current (480 amperes). Tests in air and steam were photo- 
graphed using 35 mn color slides and 16 mm movies (4300 frames/ 
sec). Two types of diffusion flames associated with the com- 
plete wire were observed, one type of diffusion flame had 
diffuse pale blue radiétion centered on the wire, and another 
type of flame had intemnse yellow radiation above the wire. 
Also, radiation from the wires was measured using Photomulti- 
plier Tubes. Ejected aluminum particles exhibit different 
combustion properties clepending on the environment, air or 
steam. Particles in air attain velocities of 7 to 1l meters/ 
second and exhibit erratic trajectories before burn out. 
Particles in steam move at slower speed (2 to 4 m/sec); the 


particles burn out and re-ignite. 
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I. INTRODUCTION 


Research in the explosion underwater of shaped charges 
containing aluminum liners has indicated the combustion of 
aluminum. Simulation of underwater detonation of shaped 
cherges requires duplication of several conditions in order 
to obtain valid results. Many different physical phenomena 
occur during the explosion of an underwater shaped charge 
including shock waves from the explosion, shock waves from 
the metal jet and retlected shock waves; see, for example, 
Hains [Ref. 1]. The penetration of the metal jet involves a 
wide range of pressu:re extending from 100 kilcbars to near 
vacuum. Many of these phenomena are discussed by Strott and 
Buck [Ref. 2]. To provide a foundation for the interpretation 
of the extensive experimental results of Strott and Buck [Ref. 
2}, and other experimental results, information is needed on 
combustion of aluminum in water or steam. The information 
which is desired includes ignition temperature as a function 
of aluminum particle size, particle temperature, and steam 
temperature and pressure. Also, the rate and extent of 
combustion is needed as a function of aluminum particle size, 
etc. In order to play a significant role in the behavior of 
underwater shaped charges, a major fraction of the aluminum 
must be burned. 

Research using exploding wire techniques has been 


conducted for several years. Baker and Liimatainen [Ref. 3] 


10 








compiled the results of research conducted on aluminun, 
Zirconium, stainless steel, and uranium. The research 

involved the investigation of metal-water and metal-air explo- 
Sive reactions which could occur during nuclear reactor 
accidents. Wilson and Martin [Ref. 4] heated pellets of alumi- 
num in flowing steam and observed the burning rate and ignition 
temperature of the aluminum. Aluminum ignition was achieved 

at various times, ranging from 18 to 0 minutes at temperatures 
From 1600 te 1750 C, respectively, with immediate ignition 
Securring at 1750 Cc. 

Webb, Hilton, Levine, and Tollestrup [Ref. 5] conducted 
research involving silver, gold, copper, aluminum, tin, 
cadmium, zinc, molybdenum, titanium, platinum, nickel, iron, 
and tungsten wires in air, vacuum, and oil environments. Their 
research involved the rapid exploding of the test wires using 
high voltage capacitor discharges under normal temperature and 
pressure conditions. Explosions im the wires occurred within 
several nanoseconds of capacitor discharge. 

To achieve the desired conditions of high temperature and 
pressure of the steam, a test apparatus was designed and built 
that would allow the burning of aluminum wire in a pressurized, 
pure steam atmosphere at temperatures up to 200 C. Aluminum 
wires were mounted within this device, and sufficient electri- 
cal energy to ignite the wires was provided. The events which 
occurred were recorded on high speed movie film. The current 


through the wire test specimen and the change in voltage in 


lel 





the circuit were measured and recorded using a wave-form 
recorder and dual beam oscilloscope. Two photomultiplier tubes 
were positioned to measure the intensity of the visible flash 
and the intensity within a narrow spectral band at which alumi- 
num oxide (AlO) radiates. A narrow band optical filter with a 
band center at 480.0 nanometers and a half band width of 7.1 
nanometers was used. The wavelength occurs in the blue portion 


of the visible spectrum. 
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Ii. THE APPROACH 


A. SELECTION OF EXPERIMENTAL METHOD 

The purpose of this experiment was to observe the various 
phenomena which occurred when heated aluminum wire suspended 
in a pure steam atmosphere at a specified temperature was 
subjected to rapid electrical heating. 

Various experimental methods have been utilized to examine 
the reactions of heated aluminum in water and/or steam. Long 
[Ref. 6] discharged 50 pound samples of pure molten aluminum 
into steel tanks of water and observed violent explosions even 
though the metal temperature never exceeded 900 C. Higgins 
[Ref. 7] used blasting caps to disperse molten aluminum streams 
under water. Precise measurement of the reactions which 
occurred was not possible with these methods. 

The "exploding wire" technique as described by Chace and 
others [Ref. 8] allows the investigation of metal-water or 
metal-steam reactions in a more easily controlled environment. 
Pressure and temperature of the steam can be regulated to 
establish the desired test conditions. High speed movie 
cameras and digital recorders can record the reactions. 

Hence, the exploding wire technique was selected for the tests 


reported here. 
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B. HEATING OF THE WIRE 
The total energy required to change aluminum at 200 C into 
vapor at the boiling point of aluminum (2494 C) is determined 


by the following equation: 
Th 5 
e = foes artnet | cp, dT +h, ial) 


where e 1s the total specific energy (J/gm), Ty LS ene sila cid 
temperature of the aluminum, Th is the melting point of alumi- 


mum (6607.4 C), Th, is the boiling point of aluminum (2494 C), 


Ae is the heat of fusion (397 J/gm), h,, is the heat of vapori- 
maeron 6en0./78 kJ/gm), ol 1s the specific heat of solid Al and 
c 1s the specific heat of liquid Al. Bothc and c are 
m2 oe BZ 


functions of temperature; however, constant values were used. 
A value of 0.9 J/gm K was used for a which is the value at 


mec. FOr c a value of 1.18 J/gm K was used which is the 


p2° 
magnitude at 660 C, as listed in Ref. 9. 
The energy released due to the combustion of aluminum is 


determined by the equation: 
E = mh (2) 


where m is the mass of aluminum burned and Ae 1s the heat of 
combustion of aluminum (31.05 kJ/gm), as listed in Ref. 9. 
The electrical energy transferred to the wire was deter- 


mined using the equation: 


t 
e = Z VI dt (3) 


O 
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where VY is the voltage at the positive post of the test 
circuit, I is the current through the wire, and t is the time 
required for the rupture of the wire. 

Careful weighing of the sample test wires before and 
after the experiment allowed determination of the amount of 
aluminum that disappears. Knowing the mass of aluminum 
removed from the wire, an estimate of the energy to heat the 
wire can be made. Comparisons of the amount of energy required 
From equation (1) to that of equation (3) provided an idea of 
how much energv was lost in the electrical circuitry of the 
Geis dpparatus. 

Assuming that the specific heat of solid and liquid alumi- 
nun remains constant, that the temperature of the entire sample 
was increased to the melting point, and that all of the missing 
sariple was melted and vaporized, a calculation of the total 
energy required to vaporize the wire using equation (1) was 
made. Using a sample test wire 1 mm diameter and 65 mm long, 
106.9 Joules were required to (1) heat the entire sample to 
the melting point, and (2) melt, vaporize, and ignite a l mm 
piece of the aluminum wire; the calculations appear in Appendix 
A. 

Using test data values for the voltage across the wire, 
SUrreitetnrough the wire, and the time for lgnition of the 
wires, the electrical energy required to rupture and ignite the 
wire was calculated using equation (3). For a typical test in 


air, the measured voltage, V, was 8 volts; the current, I, as 


les, 





a function of time, can be expressed as the equation: 

E(t) = 460 - 60¢€/.076; and the time for ignition was measured 
to be 76 miiliseconds. The electrical energy required to 
rupture and ignite the aluminum test wire was determined to 
be 274 Joules. 

Comparing the results of equation (3) to those of equation 
(1) indicates appicoximately 167 Joules difference in the 
electrical energy supplied and the energy required to vaporize 
the aluminum wire. Some of the remaining energy is lost in 
the resistance of test wire circuitry. Number 1 gauge Copper 
cable has a resistivity of 16.73 nanoohm-meters, and 304 
Stainless steel has a resistivity of 72 nanoohm-meters as 
specified in Ref. 10. 1.3 meters of Copper cable connect the 
test wire holder assembly tc the shunt and 0.48 meters of one- 
quarter inch stainless steel rod is used for the test wire 
holder. Calculation of the energy dissipated within the 
resistance of these materials accounts for an additicnal 40.6 
Joules of energy. 

Additional electrical energy losses are the creation and 
heating of the plasma during the wire rupture and an unknown 
guantity of kinetic energy imparted to the aluminum particles 
released at the instant of wire ignition. 

C. HEAT RELEASED BY COMPUSTION COMPARED TO THE ELECTRICAL 

ENERGY 

An interesting comparison is that between the energy 


released by combustion of the small segment of aluminum wire 


16 





and the electrical energy transferred tc the wire. The energy 
released by combustion of the missing 1 mm of aluminum was 
calculated using equation (2) to be 65.8 Joules. The electri- 
cal energy of 106.9 Joules applied to the aluminum wire is 
considerably more than that released by complete combustion 


of an equivalent mass of wire. 
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Iii. THE APPARATUS 


A. THE PRESSURE VESSEL 

Figure 1 1s a photograph of the pressure vessel which 
consisted of a twelve~inch high stainless steel cylinder, 
10.75 inches diameter, with four, evenly spaced, 5 inch 
diameter observation ports welded into its circumference. 
One-inch thick, schlieren quality, Borosicalate Crown glass 
(BK-7) was installed in the ports using Viton gasket material 
to prevent breakage of the glass and loss of pressure within 
the vessel. The observation ports have not been installed in 
Figure l. 

The top and bottom flanaes of the vessel we:xe grooved to 
hold Viton o-rings which prevented loss of pressure during 
system operation. The top plate was drilled to provide access 
For two thermocouples, two pressure sensors, a vacuum tube, 
the test wire holder assembly, and a pressure relief safety 
valve. Two thermocouple connectors can be seen at the top of 
Figure 1. The pressure relief safety valve was designed to 
release pressure at 150 psia. Swagelok, self-seating, fittings 
were used to provide positive pressure seals wherever required. 
The bottom plate was drilled to provide access for one thermo- 
couple and a low point water supply/drain valve. The entire 
pressure vessel and its various fittings were designed to 


withstand maximum pressures of 200 psia. 
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Figure 1. The Pressure Vessel 


(1) Tubing for Heise Pressure Gauge, (2) Thermocouple 
connector, (3) Watlow band heater, (4) Observation port; one 
of four, (5) Watlow band heater, (6) Power cable for band 


heaters, (7) Drain and fill pipe for water, (8) Control for 
Supply/drain Valve, (9) Vacuum tube. 
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pee Loe ee ERATURE CONTROL SYSTEM 

Figure 2 is a photograph of the pressure vessel showing 
the two Watlow, two-inch wide, 240 volt, 2000 watt, band 
heaters used to heat the apparatus to operating temperature. 
The heaters were connected via two, twenty-five amp, solid 
state relays, as shown in Figure 3, to an Omega, Model 157, 
two set point, digital controller, shown in Figure 4. The 
controller allowed rapid heating of the entire assembly with 
a continuous digital display of the process temperature 
throughout the heating cycle. Copper-constantin, washer type, 
thermocouples monitored the temperature of the apparatus at 
Six points on the stainless steel cylinder. Three, copper- 
constantin, twelve inch, probe type, thermocouples measured 
the internal temperature of the apparatus at three levels 
within the cylinder. Figure 5 is a drawing of the pressure 
vessel with the positions of the thermocouples indicated. 
Temperature sensing for the heaters was supplied to the digital 
controller by thermocouple number eight located at the center 
Beeciouc binder. Two Wahl thermocouple thermometer, digital 
Gisplay units allowed monitoring of all nine thermocouple 
points, shown in Figure 6. Incidentally, the firing switch 
also appears in Figure 6. Figure 7 is a drawing of the elec- 


trical circuit for the temperature control system. 
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Figure 2. Pressure Vessel with Additional Parts Assembled 


(1) Tubing for Heise Pressure Gauge, (2) Tubing for Pressure 
Transducer, (3) Pressure Relief Valve, (4) Positive Terminal 
for aluminum wire sample showing teflon insulator, (5) Side 

of wooden box with NCFR insulation, (6) Thermocouple #9, 

(7) Thermocouple #8, (8) Upper Watlow band heater, 

(9) Retaining ring for observation port, (10) Glass port, 


(11) Ground side of heater circuit, (12) "Hot" side of heater 
Sr cu ime 
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Figure 3. The Solid State Relays 


(1) Heat sink for solid state relay, (2) Heat sink for second 
solid state relay, (3) Plastic safety cover. 
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temperature controller 


Figure 4. Omega, Model 157, 


(1) Temperature display showing temperature of thermocouple 


#8 which was used for control, (2) Switch for temperature 


controller, (3) Indicator lamp for power switch, (4) Fuze 
Gaye CONnCrol KnOD £Or 


protection for temperature controller, 
setting temperature, (6) Switch for displaying set point 
temperature. 
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Figure 5. Thermocouple Locations 


(1) Internal temperature at bottom of vessel, (2) internal 
temperature at center of vessel; also used for temperature 
control, (3) Top of pressure vessel, (4) Port foe 

(5) Internal temperature at top of vessel, (co Port #4, 
@embaeee ot vessel, (8) Port #1, (9) Port fee ete a Gk Or, 


vessel in this position. 
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Figure 6. Wahl digital thermocouple thermometers. 


(1) Digital display, (2) Channel selector; 5 channels for 
each thermometer, (3) Firing switch with protective cover. 
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Figure 7. The Temperature Control System 
(1) 220 Volt AC Power Supply, (2) Thermocouples, (3) Digital 


Thermocouple Thermometers, (4) Band Heaters, (5) Solid State 
Relavs, (6) Temperature Controller. 
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eee THE GNSULATION SYSTEM 

The apparatus was mounted on a three-legged, steel stand, 
and the entire assembly was enclosed in an insulated wooden 
box. The box was hinged on three sides, had a sliding fourth 
side, and a removable top. Homasote, NCFR insulation board, 
m7]. i@en thick, with a thermal conductivity of 0.059 BTU/ 
A ee F, was used to reduce heat losses to the surrounding 
atmosphere. Removable insulated covers provided easy access 
to all four observation ports and to the removable test wire 
holder assembly. A small cutout in the sliding side of the 
box provided access for all wiring, pressure, and water 
connections. Figure 8 is a photograph of the pressure vessel 
installed in the insulated box showing the hinged sides and 


the observation ports with the covers removed. 


D. THE TEST WIRE HOLDER ASSEMBLY 

The test wire assembly, Figure 9, consisted of a one-half 
inch thick, five inch diameter, stainless steel plate, 
drilled every 90 degrees around its circumference; two one- 
guarter inch stainless steel rods; a Teflon insulation sleeve 
and assorted bolts, washers, and springs designed to hold two 
inch long test wire samples. The Teflon sleeve provided 
electrical insulation for the positive post of the test wire 
holder. The stainless steel posts were drilled to hold one 
millimeter diameter test wires. The steel washers, springs, 
and nuts provided a positive constant pressure on the test 


wires without creating high resistance areas in the wire 
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Figure 8. The Insulated 


(1) Plywood box, (2) Homasote insulation 
of plywood surface, (3) Pressure release 
For test wire holder assembly (test wire 


Box 


installed on inside 
valve, (4) Opening 
holder assembly is 


not installed), (5) Tubing for pressure gauge, (6) Tubing for 
pressure transducer, (7) Observation hole in insulated box 


normally covered by insulated cover, (8) 
movie camera. 
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The Test Wire Holder Assembly 


(2) Swagelok fitting 
(4) Cover plate, 


For pressure seal, (3) 
(6) Portion of the positive electrode 


Hegure 9. 


(1) Positive electrode of wire holder, 
Teflon insulator, 


Spring for holding test wire, 
(9) Washer 


electrode. 


(5) Swagelok fitting, 
within the pressure vessel, (7) 
(8) Two inch gap which is spanned by test wire, 


which contacts test wire, (10) Negative (grounded) 
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samples. The top plate of the pressure vessel was drilled and 
meppead every 45 degrees to allow positioning of the test wire 
holder assembly in any of four positions relative to any 


Seservation port. 


Pelt eee WIRE ELECTRICAL CIRCUIT 

Paemeose Wire Circuit consisted of the test wire holder 
assembly, two twelve volt batteries, a twelve volt automobile 
PyVeestamcet SOlénoid, a shunt, battery cables and a firing 
Switch. Figure 10 is a photograph of the batteries, shunt 
and starter solenoid. AWG 1, battery cable led from the 
positive terminal. of the marine type, heavy duty, twelve volt 
battery, through the solenoid, to the positive electrode of 
the test wire ho..der assembly. The negative lead of the 
battery was connected through the shunt to a common ground 
leading from the apparatus. Power for the solenoid was 
supplied through the firing switch by the second twelve volt 
battery. Figure 1l is a drawing of the complete test wire 
electrical circuit. A coaxial cable provided signals from the 
shunt to a dual-beam oscilloscope or to one channel of a 
digital recorder which recorded the current in the circuit as 
the test wire was energized. A second coaxial cable attached 
to the positive electrode of the test wire holder assembly 
provided signals for measuring the voltage in the test wire 
circuit. A third connection to the positive terminal of the 
solenoid provided the trigger signal for the dual-beam oscillo- 


Seopes and digital recorder. 
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Power Supply for Test Wire Circuit 


(1) Negative terminal of battery, (2) Battery supplying 
Positive terminal, (4) Grounding 


energy to the test wire, (3) 

cable from battery supplying energy to starter solenoid, 

(5) Battery which activates solenoid, (6) Electrical wires 
(7) Battery 


attached to solenoid that lead to firing switch, 
(8) Automobile-type starter solenoid. 


Figure 10. 


charger cable, 
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Figure ll. Diagram of Test Wire Circuit 


cae Siemma Switch, (2) 12 Volt Battery; 
energy for Firing Switch, (3) Common Ground Point for entire 
circuit, (4) Shunt, (5) Coaxial Cable to measure current 
through the wire, (6) 12 Volt Battery; provided electrical 
energy for test wire, (7) Solenoid, (8) Coaxial Cable to 
trigger wave-form recorder, (9) Test Wire Holder Assembly, 


(10) Coaxial Cable to measure voltage across wire, 
(ll) Aluminum Test Wire. 


provided electrical 
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FP. THE WATER SUPPLY SYSTEM 

A five gallon, plastic, water container provided pure, 
oxygen free, distilled water by gravity feed, through a stain- 
less steel piping system to the pressure vessel through the 
supply/drain valve in the base of the vessel. See Figures 1 
and 2. Two 50 cc syringes mounted in the piping system 
provided a means of supplying specific measured quantities of 
distilled water. A nitrogen flow across the ullage of tna 
reservoir maintained the oxygen free state of the water. 


Figure 12 is a diagram of the water supply system. 


G. THE VACUUM/PRESSURE SYSTEM 

Air was removed from the closed pressure vessel by a 
vacuum pump connected to an access port in the top of the 
vessel. See component 9 in Figure 1. A Heise pressure 
gauge allowed monitoring of the system pressure throughout 
this process. A valve located in the vacuum pump tubing 
allowed isolation of the vacuum pump during the testirig 
sequence. A similar valve in the Heise pressure gauge tubing 
prevented accidental damage to the gauge during testing. See 
component 1 in Figure l. A fast response pressure transducer 
connected to a digital voltmeter provided a means of measuring 
the absolute pressure within the vessel. A minimum pressure 
of 3.7 psia was achieved using this system with a pumping time 
of 5 minutes. Table 1 is the results of the calibration of 
the fast response pressure transducer using the Heise pressure 


gauge as the standard. 
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Figure 12. Diagram of Water Supply System 


(1) Nitrogen Supply, (2) Shut-Off Valve, (3) Five Gallon 
Distilled Water Container, (4) Two 50 cc Syringes, 
(S) Pressure Vessel. 
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Table 1. Pressure Transducer Calibration 


Heise Gauge Pressuxe (psig) Digital Voltmeter (volts) 
0 0.030 
2 0.072 

10 0.114 
iS 0.156 
29 0.198 
25 0.240 
30 0.282 
35 Gees 
40 0.367 
45 0.410 
30 0.455 
92 0.496 
60 0.539 


lL psi = 0.00845 volts 


Figure 13 is a diagram of the vacuum/pressure system. 


Figure 13. Diagram of Vacuum/Pressure System 


(1) Heise Pressure Gauge, (2) Pressure Relief Safety Valve, 
(3) Isolation Valves, (4) Vacuum Pump, (5) Pressure 
Transducer, (6) Digital Voltmeter. 
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IV. INSTRUMENTATION 


A. BIOMATION DIGITAL WAVE-FORM RECORDER 

A Biomation digital wave-form recorder, shown in Figure 14, 
containing 4096 words of memory capability, allowed storage 
and reproduction of the signals received from the photomulti- 
plier tubes and the current and voltage signals from the test 
wire circuit. The recorder could be used as a one channel/ 
4096 word recorder, a two channel/2048 word recorder, or as a 
four channel/1024 word recorder. The recorder could be 
connected bo a Standard X,Y plotter to provide graphic repro- 
duction of the stored signals. It could also be connected to 
an oscilloscope with a Polaroid camera attachment for photo- 
graphic reproduction of the test signals. 

The electrical current through the shunt was measured and 
recorded on one channel of the wave-form recorder. The chance 
in voltage through the test wire was measured and recorded by 
a second channel of the recorder. The remaining two channels 
of the recorder were used to record signals from the photo- 
multiplier tubes. For the testing sequence, the recorder was 
used as a two channel/2048 word, recorder which allowed 
recording and direct comparison of signals from the photomulti- 
plier tubes. Various voltages were selected for best compari- 
son of the signals from the PMT. A selectable time 
delay within the recorder allowed selection of the portion of 


Bie timeminmteryval to be recorded. Since ignition did not occur 
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Biomation Digital Wave-Form Recorder 


Figure 14. 


(1) High voltage power supply for the "grey" photomultiplier 
tube, PMT. The grey PMT used the optical band pass filter. 
High voltage power supply for the "silver" PMT which was 


(2) 
(4) Biomation 


BOG oLimeered Optically, 
digital wave-from recorder. 


(3) X-Y recorder, 


SF 





until approximately 80 milliseconds after firing, a delay of 
75 milliseconds allowed recording of the desired testing 
interval. In the two channel mode of operation, Zee 
seconds of tne test sequence could be recorded, with a .0Ol 
millisecond sampling interval, for close examination of the 


ignition and burning process. 


B. PHOTOMULTIPLIER TUBES 

Two RCA, 6199 photomultiplier tubes were positioned at one 
observation port to measure the visible light emitted by the 
test wire during the ignition and combustion process. High 
voltage power supplies provided power to the photomultiplier 
tubes (see Figure 14) and to the preamplifiers which amplified 
tne output of the photomultiplier tubes to a level that could 
be recorded and measured on the wave-form recorder and a dual- 
beam oscilloscope. One photomultiplier tube recorded the 
wavelength interval within the PMT response range, wnile the 
second photomultiplier tube was filtered to record the narrow 
spectral band at which aluminum oxide (A100) radiates. Addi- 
tional details concerning the photomultiplier optical svstem 


Saaese sound in the thesis by Strott and Buck [Ref. 2]. 


C. PENTAX 35 MM CAMERA 

A Pentax 35 mm camera with a 55 mm macro lens attached was 
set at £.1.4 and positioned to photograph each ignition 
sequence. The shutter was manually opened and closed so that 
time elapsed pictures of the entire firing sequence were taken. 


Figure 15 is a close-up picture of a test wire prior to testing. 
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Figure 15. Aluminum Wire Positioned in Holder 


(1) Notch in the aluminum test wire: test wire has diameter 
of 1.0 mm, (2) Spring; see also Figure 9, (3) Washer in 
contact with end of test wire. 
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The two notches in the wire were positioned to ensure igni- 
tion of the wire occurred near its center and not at one of 
the posts. The notches in the wire reduced the cross section- 
al area of the wire and increased its resistivity, thus pro- 
viding a point at which the wire would ignite first. The 


reader should also refer to Figure 9. 


D. HIGH SPEED MOVIE CAMERA 

A Red Lake Labs, variable framing rate, high speed, movie 
camera was positioned at one observation port to record the 
entire test sequence. A nominal film speed of 4300 frames per 
second recorded the entire process from closing of the firing 
Switch until completion of the test wire burning. A trigger- 
ing switch mounted next to the firing switch was manually 
closed before the firing sequence started to allow the camera 
to attain maximum framing speed prior to test wire ignition. 
Figure 16 is a photograph of the high speed camera as posi- 


tioned at one of the observation ports. See also Figure 8. 
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Figure 16. High Speed Movie Camera in Position 


(1) Insulated box for pressure vessel, (2) Insulated cover 
for hole in insulated box, (3) Observation port for PMT 
system, (4) Observation port for 16mm movie camera, (5) 16mm 
movie camera. 
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V. EXPERIMENTAL DATA AND RESULTS 


A. ELECTRICAL ENERGY MEASUREMENTS 

Numerous samples of aluminum wire were mounted inthe test 
wire holder assembly, connected to the test wire circuit, and 
exploded in air. Figure 11 shows the test wire circuit. The 
Signals from coaxial cables 5 and1o were recorded by the 
Biomation digital recorder. The signal from coaxial cable 8 
of Figure Ill was used to trigger the recorder. In addition, 
the signals from the two photomultiplier tubes were also 
recorded. A total of four signals were recorded as follows: 
(1) voltage at the positive terminal of the test wire holder, 
(2) the voltage across the shunt (see Figure 11) from which 
current in the wire is determined, (3) signal from the PMT 
with the optical bandpass filter, and (4) signal from the PMT 
withcut an optical filter. The four signals are shown in 
Begqure 17; 

Signal 1 in Figure 17 shows constant voltage in the time 
interval 55 to 7/7 milliseconds. At 77.5 milliseconds the wire 
begins to rupture, and the voltage increases from 8 volts to 
approximately 10 volts. The sinusoidal oscillations in the 
interval 77 to 80 milliseconds are a result of the melting, 
ignition, and burning process to which the test wire is sub- 
jected. Plasma formed during this process ejects particles 
of pure aluminum which break the wire and interrupt the 


Circuit. Complete circuit breakdown does not occur until 80 
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milliseconds when the voltage stabilizes at approximately 10 
Voles. 

Signal 2 in Figure 17 indicates nearly constant electrical 
current through the wire of 420 amperes until the rupturing 
processing begins and the circuit is broken. Again the sinu- 
soidal oscillations are caused by the plasma ejecting particles 
of pure aluminum which begin to burn. The signal shown is a 
voltage measured at the shunt and converted into current. The 
shunt used in the test wire circuit was designed to indicate 
Seemi_tllgvolcs for a current of 300 amps; this ratio provides a 
means of determining the actual current in the wire. 

Signal 3 in Figure 17 indicates a constant voltage through 
the opticallv filtered PMT until the wire began to rupture 
and the plasma flash occurred. A small voltage in the circuit 
1s being recorded by the PMT prior to the rupturing process. 
The PMT signal before wire rupture is due to thermal radiation 
from the hot wire; see Appendix B for a discussion of wire 
heating. Tne signals were recorded using a delay feature of 
eaewrecepaer which did not start recording until 50 milli- 
seconds after the firing switch was closed. The PMT signal 
was at some level above zero when the digital recorder began 
to record. As previously discussed, the PMT measures’ the 
visible light emitted by the test wire. Aluminum wire has an 
emissivity of 0.19 while tungsten, commonly used in light 
bulbs, has an emissivity of 0.10 at the same temperature, as 


noted in Ref. 12. In the time interval after 81 milliseconds 
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Wave-Form Traces of Voltage, Current and 
Photomultiplier Tube Signals 


(1) Voltage across the wire, (2) Current through the wire, 
(3) Filtered "Grey" PMT response, (4) Unfiltered "Silver" 
response; signal was clipped due to scale settings on wave- 


Figure 17. 


PMT. 


form recorder. 
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following the plasma flash, there is a definite change in the 
shape of the curve indicating either the decay of the plasma 
or the extinguishment of the aluminum flamess. Additional 
study is needed to clarify the origin of the decay. 

Signal 4 in Figure 17 also indicates a constant voltage 
through the unfiltered PMT until the wire rupturing process 
begins at 7/7 milliseconds. Again, a pre-rupture PMT response 
is present. The shape of the curve for signal 4 after a time 
of 80.5 ms shows a much slower rate of decay of the plasma 


than in signal 3. A curve of the form 
Signal = exp(-t/T) (4) 


was fitted to the curves for the decav of the PMT signals. 

The values for the decay constant Tar2 as follows: filtered 

fre sional, T = 2 + 0.5ms; unfiltered PMT signal, 13 + 1.Oms. 
It must be noted that information on the actual magnitude 

of the recorded signals cannot be determined from the traces 

of Figure 17. Voltage and current amplitudes for signals l 

and 2 were determined from oscilloscope traces. The Biomation 

recorder is a wave-form recorder which allows comparison of 

Signal wave-forms but does not indicate actual zero values 

(pen position for zero-signal input) for measuring purposes. 
Figure 18 is a wave-form trace of the voltage at the 

positive terminal of the test wire circuit and the voltage 

across the shunt for another test run. Signal l is the voltage 

at the positive terminal and signal 2 is the voltage across the 


Saune. weme rupture of the wire did not occur until 83.6 
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Figure 18. Wave-Form Traces of Voltage and Current 
initially 8 volts, 


(1) Voltage across the test wire; 
(2) Current 


increased to 10 volts after wire ruptured, 
through wire; rupture occurred at 83.6 milliseconds in this 


test. (Dashed lines indicate zero level.) 
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milliseconds in this test, and evidence of sinusoidal oscil- 
lations is not present. One possible reason for this 
different response is the point of rupture of the test wire. 
The wire used in the test for Figure 17 ruptured near its 
center, while the wire used for Figure 18 ruptured near one 
of the stainless steel posts. The slight oscillation in 
Signal 2 is attributed to the mechanical response of the pen 
in the X-Y recorder. The- recorder was again configured for 
a delay of 50 milliseconds before recording began. 

The sinusoidal oscillations in the time interval 77 to 
80 ms in Figure 17 are a rare event having been observed 
once in about 20 test runs. Considerable effort was devoted 
to interpretation of the oscillations shown in Figure 17. 
One explanation could be that the oscillation is due to 
digital-to-analog (D/A) conversion by the Biomation recorder. 
Another possibility could be some unuSual occurrence in the 
recorder. However, after sorting through the possibilities, 
the most probable cause seems to be the moiten aluminum 
causing a make-break circuit. Note the phase shift in the 
filtered PMT trace relative to the current trace. During the 
tests in steam, the high speed movies show a series of plasma 
flashes. The circuit is being opened and closed by molten 
aluminum. 

Figure 19 is a sketch of the oscilloscope traces of the 
voltage at the positive terminal of the test wire circuit and 


the voltage across the shunt. Figures 17 and 18 are traces 
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for a narrow time interval from 50 to 100 milliseconds. 
Figure 19 1s a sketch of the complete’ test sequence from 
closing of the trigger switch until rupture of the test wire 
meas Occurred. 

Trace A is a sketch of the voltage across the shunt. ‘The 
voltage reached a maximum of 80 millivolts, decayed to 70 
millivolts and dropped to Zero as the test wire rupturcd and 
opened the circuit. The voltage did not reach its maximum 
until 14 milliseconds after closing of the firing switch; 
the 14 ms delay is attributed to the dynamics of the solenoid 
Switch. The circuit in this test was not broken until 90 
milliseconds after the firing Switch was energized. Using the 
ratio of voltage to current for the shunt, as described 
earlier, the current reached a maximum of 480 amperes and 
decayed to 420 amperes before the circuit was broken. 

Trace B is a sketch of the voltage at the positive termi- 
nal of the test wire holder. An initial reading of #2 voits 
was recorded 14 milliseconds after the firing switch was 
closed. The voltage remained constant until the wire 
ruptured and reached a maximum of approximately 10 volts at 
90 milliseconds after the firing switch was closed. 

These traces provided the initial time and magnitude 
information which was used to select the proper recording 
interval and scaling for the digital recorder. These data 


were also used for estimating wire heating. 
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Sketch of Oscilloscope Traces of Voltage 
and Current 


Figure 19. 


fijpagemtical scale 50 millivolts/division for Trace A- 
(2) Veweical scale 5 yolts/division for Trace B. 
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B. PHOTOGRAPHIC RESULTS OF EXPERIMENTS IN AIR AND STEAM 

Color slides of the ignition and burning of test wires in 
both air and steam were taken. Black and white reproductions 
of these slides were made for inclusion in this report; a 
tremendous amount of information is lost in the conversion 
from the original colcr slides to a half-tone black and white 
print. Figure 20 is a photograph of the results of one of 
the test runs conducted in air. After the firing switch was 
closed, current in the wire heated the wire until ignition 
occurred. Portions of the wire were red-orange in color 
indicating this heating; see arrow (1). Brzustowski and 
Glassman [Ref. 11] observed this glowing wire phenomenon in 
their research as well. For wires of the same temperature, the 
the glowing aluminum wire radiates more than a tungsten wire 
used in light bulb filaments. The emissivity of heated 
aluminum oxidized at 1100 F is 0.19. Tungsten has an emissiv- 
ity of approximately 0.10 at the same temperature, as noted 
in Ref. 14. At the instant of ignition an intense white flash 
was evident; see arrow (2) in Figure 20. This intense white 
flash is thought to have occurred as a result of plasma 
formed from air and the vaporized aluminum. The rupture of 
the wire and the formation of this plasma ejected burning 
particles of aluminum at velocities estimated to be as large 
as 7 meters per second; see Appendix D which discusses results 
from high speed movies. 

The burning particles traveled in straight paths until 


near the end of the trajectory when sharp bends and erratic 
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Figure 20. Burning Aluminum Wire in Air 


(1) Red-orange (in color slide) glowing wire, (2) Plasma 
flasee(3) Typical particle trajectory. 
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spiraling motions became apparent. These motions have been 
recorded and reported in previous research on burning alumi- 
num particles in oxygen. Macek, Friedman, and Semple [Ref. 13] 
phetographed particles of burning aluminum and observed the 
same high lateral acceleration turns and the saine rotating, 
erratic trajectories of the burning aluminum particles. 

A model te explain the behavior of the burning particles 
in both steam and air is at the heart of this research. 
Plausible explanations of the burning particle hehavior are 
presented in Section VI. 

Figure 21 shows very similar results for a second test 
conducted in air. Again, a bright white flash and burning 
aluminum particles traveling erratic paths are visible. 
However, in this test, the test wire ruptured a: one end near 
the post of the test wire hcelder. Rupture of the test wire 
occurred at a later time, and as a result the entire wire 
attained a higher temperature before rupture occurred. 
Visible in this slide was a pale blue diffusion flame, 
characteristic of burning aluminum, along the entire length 
of the test wire. The wire is immersed within the flame. In 
the black and white photography, this is evident as a light 
shade of gray around the test wire. Brzustowski and Glassman 
reported this same blue diffusion flame in their work on 
burning aluminum particles in oxygen; see Ref. ll. 

Another phenomenom observed in many of the test runs was 


the physical displacement of the test wire during the ignition 
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Figure 21. Aluminum Wire in Air 


(1) Erratic particle trajectories, (2) Aluminum-air diffusion 
Flame (pale blue in color slide), (3) Glowing Wire. 
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and burning process. Figure 22 is a photograph which illus- 
trates this displacement. The aluminum test wire is initially 
positioned directly between the two posts with only slight 
bends in the wire as shown by arrow (2) in Figure 22(b). The 
wire is bent by the magnetic forces on the wire during the 
surge of current; refer to Figure 23. Arrows (3) and (4) in 
Figure 22 show the bent test wire at the ends of the vibration 
cycle. 

In passing, one should note that the vibration of the test 
wire is an excellent illustration of a concept from quantum 
mechanics. In quantum mechanics the probability density 
function for a harmonic oscillator is developed; see for 
example, Landshoff and Metherell [Ref. 14]. The camera 
shutter was open during the event; hence. all events are super- 
imposed. When the wire is at rest the reflected ambient 
light exposed the film. When the wire is moving, the combina- 
tion of light and time 1s inadequate to expose the film. 
Motion from position (2) to (3) in Figure 22(a) is not seen. 
Likewise, motion between position (3) and (4) in Figure 22 (a) 
is also not seen. At the extremity of the vibration cycle, 
the wire comes to rest and sufficient time elapses to cause 
film exposure. The analogy with the probability density func- 
tion for the harmonic oscillator of quantum mechanics should 
be apparent. 

Pigqumees23 illustrates the origin of the magnetic force on 


the wire. The magnetic force on the wire tends to expand the 
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(a) Photograph 


—®) 


(b) Sketch of wire 
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Figure 22. Example of test with aluminum wire displacement 
(1) Plasma flash, (2) Original wire location, (3) Bent wire 


at right hand position during vibration cycle, (4) Bent wire 
at left hand position, (5) Particle showing spiral trajectory 
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area enclosed by the current loop. The ratio of the magnitude 


Of the magnetic force F to wire weight w is a few hundred. See 
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Appendix C. 


Q, 


Figure 23. Force on test wire due to current. 

(1) Negative electrode of test wire holder, (2) current, 

(3) magnetic flux density near negative electrode due to 
Current, (4) test wire, (5) current in test wire, (6) force 
arising from J X B force density, (7) magnetic flux density 

B at location of wire, (8) positive electrode, (9) magnetic 
flux density near positive electrode, and (10) current in the 


positive electrode. 
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Figure 24 is another photograph of a test conducted in 
air. A very large, intense, yellow (in color slide), diffu- 
Sion flame (1) 1S apparent along the entire length of the 
test wire. This flame appears to be above the wire which is 
glowing red in the color slide, (2). The diffusion flame is 
attributed to the combustion of aluminum with air. The 
intense blue plasma (3) occurs near the center of the wire 
per the Point of rupture. 

Figure 25 is a photograph of the results of a test 
conducted in nearly pure steam at 131 C and 31.5 psia. The 
partial pressures of air and steam were 3.6 and 27.9 psia, 
respectively. The ignition and burning process in steam 1s 
markedly different compared to the wires tested in air. The 
plasma region (see arrow (1) in Figure 24) occurs in the 
center at the point of wire rupture. Particles of burning 
aluminum (refer to arrow (3) in Figure 24) are ejected from 
the wire by the plasma explosion. One of the major differ- 
ences in results is noted at this point. Evidence of erratic, 
Spiraling particle motion is not seen in this photograph. 
The particles appear to travel along straight paths while the 
burning decays. Combustion of each particle (2) appears to 
cease and reignite at some point near the end of its trajec- 
tory. The cause of this flame extinguishment and reignition 
phenomena is unknown at this time. Further research will be 


conducted to understand these observations. 
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Figure 24. Diffusion Flame Along Wire Burning in Air 


(1) Yellow (in color slide) Diffusion Flame above the wire, 
(2) Glowing Wire, (3) Plasma 
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Figure 25. Aluminum Wire Ignited and Burning in Steam 
ae 31 eC wand ss dene DSi 


(1) Plasma, (2) Reignited Aluminum Particle, (3) Trajectories 
of Burning Particles 


Si 





Figure 26 is a photograph of a second test conducted in 
nearly pure steam. The partial pressure of air was 3.4 psia, 
and that of steam was 16.9 psia. In this test, the steam 
temperature was 11/7 C and the total pressure was 20.3 psia. 
The plasma (1) forms at the point of wire rupture near the 
center of the test wire. Burning aluminum particles, (2), 
are randomiy ejected from the wire by the plasma. The cessa- 
tion of combustion followed by reignition of the burning 
particles (3) is again quite evident. One burning particle 
(4) appears to be pulsing after reignition. As seen in the 
Grmgtnaimecolor slides, the colors for the pulsating combustion 
of the particle vary from white to red to orange to red. The 
burning particles in this photograph exhibit one additional 
phenomenon which must be examined. The particle trajectories 
(5) curve downward which indicates the influence of gravity 
on the particles. 

The particle trajectory is determined by several forces 
as follows: inertia, thrust due to combustion, aerodynamic 
meeag and @ravity. Considering only inertia (centrifugal 


acceleration) and gravity one can derive 


R= V*/g (5) 


where R is the radius of curvature of the particle trajectory, 
V is the particle velocity, and g is the acceleration of 
gravity. From analysis of high speed motion pictures, the 
initial velocity of particles burning in steam is in the range 


of 2 to 3 meters/second. Using a velocity of 2 meters/second, 
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Figure 26. Exploding Aluminum Wire in a Nearly Pure 
Steam Atmosphere at 117 C and 20.3 psia. 
Plasma, (2) Burning Aluminum Particles, (3) Reignition 
(4) Pulsation of a Burning Particle, 


Curved Trajectory due to Gravity. 
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the radius of curvature should be R = (2 meee e m/sec) 
=~ 0.4 m = 400 mm. The wire specimen is 50 mm in length and 
establishes a length scale in the photographs. The oreceding 
analysis confirms that the trajectory curvature is due to 
gravity. 

Table 2 summarizes the observed results of burning alumi- 
num particles and compares these results with the study of 
Macek, Friedman, and Semple [Ref. 13]. Tests in air and the 
flat flame burner of Reference 13 are Similar. However, many 
of the features are missing when burning occurs in steam. 


Table 2. Comparison of Observation of Burning 
Aluminum Particles 


Particle Behavior This Report Macek, Friedman, 
Tests in Tests in and Semple [Ref. 
Steam Air 13] Tests in Fiat 
Flame Burner 
meajyectony with Not Observed Observed high-g 
large lateral- observed near end turns following 
acceleration turns of particle spinning 
trajectory 
Particle spinning Not Observed Observed 
poout C.G. observed near end 
CE 
trajectory 
Macticile frag- Not Not Observed in 
mentation Observed observed oxygen enriched 
environment 


C. HIGH SPEED MOVIES OF TESTS CONDUCTED IN AIR AND STEAM 
A high speed movie camera, described in section IV, was 
positioned 13 inches from the aluminum test wire, set at 4300 


frames per second, and used to record a test wire ruptured in 
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mer. The Camera was focused directly on the crimp in the 
wire. Figure 27 is a series of photographs of the results 
of the test recorded by the high speed movie camera. 

Ignition of the wire and the plasma flash occurs in Frame 
1, Figure 27, and the extremely faint images of the burning 
particles which have been ejected by the plasma are visible 
in the following frames. The entire sequence of movie frames 
is completed in 1.0 milliseconds. Arrow 1, in Figure 2/7, 
indicates the plasma flash. The "+" sign indicates the center 
of the plasma flash and was used as a reference mark for 
measuring the velocity of the burning particles after ejection 
from the ruptured wire. Arrow 2 indicates the positions of 
the burning particles 0.2 milliseconds after the plasma flash. 
Arrows 3, 4, and 5 indicate the positions of the burning 
particles in the subsequent frames, each 0.2 milliseconds 
later. Calculation of the particle speed determined that the 
burning aluminum particles had an average velocity of 8.2 + 
1.9 meters/second; see Appendix D. The camera must be firmly 
anchored to eliminate vibrations so that sharp images of the 
burning aluminum particles in motion can be recorded. 

The high speed movie camera wasS positioned at one of the 
observation ports with the lens 13 inches from the test wire. 
A high speed movie of an aluminum wire test conducted in steam 
was taken at the same film speed as the test conducted in air. 
The steam was at a temperature of 117 C and a pressure of 20.3 
psia. Figures 28(a) through 28 (h) are a sequence of photo- 


graphs of the high speed movie from a test conducted in steam. 
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The "+" sign designates the center of the plasma flash and 
waS used aS a reference point for determination of particle 
velocity. Arrow 1, in Figure 28(a), indicates the plasma 
flash. Arrow 2 indicates the ejection of burning aluminum 
particles. Arrow 3 indicates the position of the burning 
particles 0.5 milliseconds after the plasma flash. Arrow 4 
Baatcates the position of the burning particles 1.2 milli- 
seconds after the plasma flash. 

Figures 28(b) and 28(c), Frames 6 to 15, show the motion 
of the burning aluminum particles as movement away from the 
point of the plasma flash becomes more readily apparent. 

Figure 28(d), Frame 16, contains a new, previously 
unrecorded phenomenon. Arrow 1 indicates the position of a 
second plasma flash which appears at the point of the original 
flash. Using the speed of the high speed film as a reference, 
this second plasma flash occurs 3.7 ms after the initial 
flash which is shown in Figure 28(a), Frame 1. Evidence of 
miirener ejyection of burning particles is not seen in this or 
subsequent frames. The second plasma flash decays within one 
frame, approximately 0.2 ms. Its intensity is considerably 
less than that of the original plasma flash. 

In Figure 28(e), Frame 22, Arrow 1 indicates a third 
plasma flash. This flash occurs 5.1 ms after the initial 
flash. Its magnitude and duration are less than that of the 
previous flash. Again, there is no evidence of any further 


ejection of burning aluminum particles. 


G5 





Figure 28(f), Frame 30, contains a fourth plasma flash. 
Arrow 1 indicates this flash. The fourth plasma flash occurs 
7.0 ms after the initial flash. Its intensity 1s less than 
that of the preceding flashes. 

Figure 28(g), Frames 31 to 35, depicts the positions of 
the remaining burning particles 7.2 to 8.1 milliseconds after 
the original plasma flash. Many of the particles have cooled 
Or are outside the field of view of the camera by this time. 

Figure 28(h), Frames 36 to 40, depicts the burning 
particles 8.4 to 9.3 milliseconds after the rupture of the 
aluminum wire. Arrow 1, in Frame 39, indicates a fifth 
plasma flash which occurred 9.1 ms after the initial plasma 
flash. Its intensity was greater than that of the fourth 
flash. Explanation of these recurring plasma flashes 
requires additional research and further understanding of the 
events which occur in the exploding of aluminum wire in steam. 
Multiple flashes were also observed for an aluminum wire 
tested in air. Figure 29 shows the filtered and unfiltered 
PMT traces. The double plasma flashes are clearly evident. 

Calculating the velocity of the aluminum particles for 
the test conducted in steam, an average velocity of 3.5 
meters/second was computed; the calculations are presented in 
Appendix D. Particle velocities in range from 0.69 m/sec to 


4.67 m/sec were observed. 
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Table 3. Summary of Multiple Plasma Flashes 


Flash Time (ms) Time Interval (ms) Frequency* (HZ) 
il 0 
2 Say Sey Za 
3 Dealt 1.4 714 
4 iO 1, 526 
5 oF ak 476 


*Based on time interval 


S30 erz 


Average frequency = 5 cycles/0.0091 sec 


Tahle 3 summarizes the time intervals for the five plasma 
flashes observed for a test: in steam. The plasma flashes 
are accompanied by surges in current in the wire. The 
average frequency for the flashes is 550 Hz. Figure 17 
shows oscillations in current and voltage at a frequency of 
about 1100 Hz; three cscill.ations or pulsations are reported 
here as follows: Figure 17 for test in air, Figure 29 for 
another test in air, and Figures 28(a) to 28(h) for a test 
in steam. 

Tne make-break switching action, which leads to the 
observed phenomenon, may be due to molten aluminum. Figure 
30 shows a sequence of events which may lead to multiple 
plasma flashes; this model is presented as a hypothesis and 
not aS a proven fact. 

Figure 29 provides an interesting example of the vari- 
ation of signals from the filtered and unfiltered PMT. Table 
4 contains the data which are interpreted later. 


i= 
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UNFILTERED PMT 


75 77 79 8) 83 
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Figure 29. Double Plasma Flash, Test Conducted in Air 
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Solid 
Aluminum 


(a) Pinching of molten aluminum due to J XB forces. 
Molten aluminum shown cross hatched. 





(b) Broken electrical circuit due to magneto- 
hydrodynamic instability of molten aluminun. 


Spd. 


(c) Hemispherical shape of liguid aluminum due to 
surface tension. 


__ pe 


(d) Sagging of liquid aluminum due to gravity and 
evesed electrical circuit. Plasma flash occurs. 


Figure 30. Model for explaining multiple plasma flashes. 
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Table 4. PMT Signals for Multiple Plasma Flashes 


Flash Unfiltered Filtered Ratio 
Number PMT PMT Unfiltered 
Secale Siecle Filtered 
1 Zee ee 0.9 
Z wero OS 4.0 


* Arbitrary Units 


D. PHOTOMULTIPLIER TUBE DATA AND RESULTS 

A preliminary and simple test was conducted using the 
optical bandpass filter. The flash from the exploding wire 
was observed using the human eye without the filter. A 
judgement was made of the intensity of the flash. The flash 
was then viewed through the blue bandpass filter. A compari- 
son was made of the flash intensity with and without the band- 
pass filter. Very small degradation of intensity occurred 
@ue to the filter. 

The test described in the preceding paragraph is qualita- 
tive and judgemental in nature. However, the results indicate 
a Significant amount of energy is in the blue part of the 
spectrum. To make the test quantitative, PMT are needed. 

The PMT system records emitted radiation which is received 
by the photomultiplier tubes. Emitted radiation from a source 
is focused on the tubes by a large convex lens. A beam 


splitter positioned behind the lens splits the emitted light 
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into two beams, one directed to a mirror which redirects the 
beam to the filtered, (gray), PMT. The second beam passes 
directly through the splitter to the unfiltered, (silver), PMT. 
A more detailed discussion of the PMT system can be found in 
the thesis by Strott and Buck [Ref. 2]. 

To develop a baseline for comparison of test wire signals, 
a 6 volt flashlight bulb was positioned so as to be focused 
on the PMT, and its emitted radiation was chopped by a vari- 
able speed chopper to measure the response of the PMT. The 
high voltage power supplies, which were connected to the 
dynodes of the "silver" and "gray" PMT, were set at 370 and 
425 volts, respectively. This voltage setting provided ade- 
quate signal output without clipping the signal due to radia- 
tion emitted by the 6 volt bulb. The voltage to the bulb was 
then varied from 3.5 to 8 volts, and the resultant response 
of the PMT was recorded. The high voltage power supply 
voltages were then changed to 270 volts for the silver PMT 
and 325 volts for the gray PMT, settings which were used for 
the aluminum wire tests. Additional tests were then conducted 
varying the bulb voltage from 6 to 9 volts. A ratio of the 
response of the unfiltered PMT to the filtered PMT was then 
tabulated. 

Figure 31 is a graph of the ratio of signal from unfil- 
tered PMT to signal from filtered PMT versus the voltage 
applied to the bulb. Curve 1 is the results of the tests 


conducted with high voltage power settings set at 370 and 425 
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volts. Curve 2 is the results for high voltage power supply 
Peeeingssoer 270 and 325 volts. 

As the temperature of the filment in the bulb (controlled 
by voltage to the bulb) decreases, the ratio increases indi- 
cating the decrease in response of the filtered PMT relative 
to the unfiltered PMT. The radiation at the center wave- 
length of the bandpass filter appears as a smaller and smaller 
Bare OL the total visible radiation. 

Using the data from Figure 29 and Table 4, the PMT 
response ratio was ascertained. The PMT response ratios are 
plotted in Figure 31(b). The point identified as 1 is for 
the first flash, etc. The PMT response ratios indicate the 
first plasma flash yields radiation having a relatively large 
fraction at blue wavelengths. The first flash is from a 
higher temperature plasma or else the first flash 1S accom- 
panied by intense combustion of aluminum. 

Figure 32 is a Polaroid photograph of the oscilloscope 
traces of signals from the PMT for an aluminum wire test 
conducted in air. The high voltage power supply was set at 
325 volts for the gray PMT. The silver PMT high voltage power 
supply was set at 270 volts. The ratio of the unfiltered 
Signal to the filter signal is approximately 1.05 20.2. 

Using the graph in Figure 3l(a) and interpolating from curve 
2, an equivalent "bulb voltage" of approximately 11 volts 


implies a very hot source. 
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(a) Graph of PMT Reponse Ratio vs Bulb Voltage 
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(b) Interpretation of PMT Response Ratio for 
Multiple Plasma Flashes 


(1) High Level of Aluminum Combustion, (2) Low Level of 


Aluminum Combustion. 


Figure 31. Curve of PMT Response Ratio for Calibration 
and Multiple Plasma Flash 








Assuming that the radiation of the aluminum test wire 
reacts as a true gray or black body, the response of the PMT, 
as shown in Figure 3l(a), is consistent with the theory of 
black body radiation. 

A series of 15 tests were conducted in air using aluminum 
wire samples which had been accurately weighed. BPiomation 
wave-form traces were made of each test sequence. The Bioma- 
tion recorder was set at various delay times and various 


voltage scales in an effort to achieve the best pcessible 





Figure 32. Oscilloscope Traces of PMT Response 


(1) Filtered "Grey" PMT, (2) Unfiltered "Silver" PMT; One 
volt/fcentimeter Vertical Scale, 20 milliseconds/division 
Horizontal Scale. 
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record of the results. Table 5 is a compilation of the 
results of the test runs. An average time at which the 
plasma flash begins was calculated to be 81.5+3.9 milli- 
seccnds. The average time at which the signal from the 
filtered (gray) PMT decayed to zero was calculated to be 
86.9 +4.2 milliseconds. The time at which the signal for 
the unfiltered (silver) PMT had decayed to zero could not 
be determined because, for the recording time used, the 
Signal remained above the Zero level. 

A calculation was made of the weight and length of the 
"missing" aluminum sample. The average "missing" sample 
mass was 0.00056 grams corresponding to 0.283 mn in length. 
A count of the number of particles observed in a 35 mm slide 
of a test conducted in steam was used to determ:.ne an approxi- 
mate particle size. Typically, 30 particles can be seen in 
the slide. An average particle size of 182uU was determined 
for one of the tests conducted in steam. 

The results of the series of test runs provided useful 
data on the sequence of events which occur when aluminum 
wire 1S ruptured in air. The Biomation recorder was not used 
during the tests conducted in steam. Further research on 
the reactions insteam using the wave-form recorder should 
provide considerably more information on the events which 


occur during combustion of aluminum in steam. 
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Vi. DISCUSSION OF THE EXPLODING WIRE PROCESS 


A. WHAT HAPPENS IN THE WIRE 

Figure 33 is a sketch of a wave-form trace of the test 
sequence for aluminum wires ruptured in air. This wave-form 
trace can be used to illustrate what happens to the aluminum 
wire after the firing switch is closed. For the first 75 
milliseconds after closing the firing switch, the test wire 
is heated to a temperature at which the wire begins to glow; 
see region l in Figure 33. The glowing wire emits thermal 
radiation which excites the PMT and provides an increase in 
Signal level received by the Biomation recorder. The wire 
continues to heat until the wire ruptures creating the plasma 
and expelling the liguid aluminum particles; refer to region 
2 in Figure 33. These particles ignite and burn in the ambi- 
ent air. In region 3 of Figure 33, the PMT senses radiation 
which decays in magnitude. One example is shown in Figure 
17. The value of the decay constant, T, for the unfiltered 
PMT in Figure 17 was 13 + 1.0 ms. The decay constant for the 
unfiltered PMT in Figure 33 is 1.7 + 0.2 milliseconds. The 
decay constant varies in magnitudes over a wide range. 

What is the origin of the signal in region 3 of Figure 
33? Four possibilities exist as follows: (1) decay of plasma 
Flash, (2) radiation from hot glowing wire, (3) luminous 
bases from combustion of aluminum particles, and (4) thermal 


radiation from solid or liquid aluminum particles. Results 
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from high speed movies rule out source (1) above. The plasma 
flash decays in 200 to 300 microseconds according to the 
movies. In regard to the hot glowing wire, the results from 

35 mm color slides indicate the wire does glow but is rela- 
tively dim. Hence, source (2) is not too important in region 
3. The burning aluminum particles will leave a wake of lumi- 
nous combustion eecaeeoe Immediately surrounding the burning 
particle is a cloud of luminous gases. The particles of alumi- 
num are hot and radiate. Sources (3) and (4) are probably the 
cause of the radiation detected by the PMT in region 3. 

All experimental evidence indicates the particles move 
rapidly outward from the origin at the plasma flash and point 
of wire rupture. The field of view of the optics for the PMT 
is limited in size. A region of approximately 15 mm in radius 
centered on the wire crimp is viewed by the PMT. The decay 
seen in region 3 may be due in part to particles moving out of 
the field of view of the PMT. 

Note the bumps ocr ripples on the PMT trace in region 3. 
The bumps are probably caused by ignition and dispersion of 
the particles within the field of view. 

Figure 34 illustrates the reason why rupture of the wire 
occurs at the crimp. Define R' as resistance per unit length, 
ohms/mm. The crimp causes a local peak in R' due to mechani- 
cal stress and reduced cross sectional area; see Figure 34(a). 
The energy per unit length E' Joule/mm, added to the wire due 
to electrical current is 


al oe! (6) 
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Figure 33. Wave-form Trace of Test Sequence 


(1) Filtered "Grey" PMT Response, (2) Unfiltered "Silver" PMT 


Response. 





Figure 34(b) shows wire temperature as a function of distance 
along the wire, X, at various times tie to, etc. At time t, 
ene local temperature at the crimp in the wire equals the 
melting temperature of aluminum, Ta Excessive heating occurs 


at the crimp due to the peak in R' at the same location. 


(a) Resistance per unit length within the wire. 


Pr 


(b) Local temperature distribution along the wire. 


Figure 34. Cause of Rupture at the Crimp 


88 








Figures 35-40 are a series of sketches of the various 
phases existing in the aluminum wire during the heating 
process. After the firing switch is closed the wire begins 
to heat. The wire continues to heat until portions of the 
wire begin to melt at a temperature of 933 K; see Figure 35. 
An aluminum oxide coating, which has a much higher melting 
temperature (2700 K) surrounds the aluminum wire and pre- 
vents the formation of droplets of molten aluminum. Unable 
to flow in molten form, the aluminum continues to heat until 
some of the molten aluminum is vaporized, Figure 36. This 
vaporized aluminum reduces the thickness of the wire through 
which the current can pass. Addition of a crimp in the wire 
acts as a local point of higher resistance which further 
concentrates the electrical current. The resistance of the 
wire increases, the pressure within the aluminum oxide coating 
increases, and the current through the wire decreases; see 
Figure 19. Due to deposition of electrical energy, the wire 
continues to heat. Unable to escape, the molten and vaporized 
aluminum continues to thermally expand until the oxide coating 
1s fractured. See points A and C in Figure 37. Conditions 
exist for formation of a plasma created from the air and 
aluminum vapor; a plasma is a high temperature, ionized gas. 
The coating ruptures, releasing aluminum vapor and the liquid 
aluminum particles which instantly begin to burn; see Figure 
37. The burning aluminum particles continue to burn for at 


least 20 milliseconds or more; see Figure 17. 
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Figure 35. Condition of Aluminum Wire at Time t,. 
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Figure 36. Cracking of Oxide due to Expansion of 
Molten Aluminum 
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Figure 37. Origin of Plasma and Ejected Particles 
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A more detailed explanation of the origin of the plasma 
toewarramecad. At point Bin Figure 37, a gap is shown in the 
strand of molten aluminum. The gap is caused by the pinching 
effect of magnetic forces. Refer to Figure 38 which shows a 
cross section of a conductor. The current density, J, is 
into the paper. The force F due to J X B is toward the axis 
Saetme Conductor. The magnetic forces tend to reduce the 
radius of the conductor; restated, the magnetic forces pinch 
=i Conductor, reducing cross sectional area A. For fixed 
Current, £, as the cross sectional area decreases, the current 
density increases. The relevant equation is J = I/A. Define 
e as the energy per unit volume added to the molten aluminum; 
e is related to current density J and electric field E by: 

e = J°E (7) 
MNete thatec has units of Joule/m? When the molten aluminum 


is pinched to a thread, J is very large. For example, suppose 
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Figure 38. Magnetic Forces within an Electrical Conductor 
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the strand of molten aluminum has a diameter of 0.1 compared 


to original wire diameter. Hence: 


9 


J = I/A 480 amperes/(7.8 x 10. mm”) ( 8) 


6 xX 101° 


Z 
amperes/m 


As shown in Figure 37, a small gap exists at points A, B, 
and C. For discussion purposes, assume the gap is 10 micron. 
For a voltage, $, across the crimped region of the aluminum 
test wire of 10 volts, the electric field, E, volts/meter is: 


E =se7a = 10 volts/10°-°>m = 10° volts/m (9) 


The volume of aluminum in the gap region is small and has a 
magnitude 


eee 


an) (ee Se 10 > ane) (10) 


V = Ad = (10 


The heating rate for the aluminum which fills the gap at point 
B, in Figure 37, just prior to breakage of the aluminum strand 


is very large; it is 
Pp Gy al/dt =" Eu, (ay 


where 9 is the density of aluminum, 2700 Kg/m>; CEs “Ene 
specific heat capacity of molten aluminum, 0.9 kJ/kg K; E is 
the electric field, 10° volts/m; and J is current density, 

6 x The eee aa. Canceling volume, V, in equation (ll) 
and inserting the values given above gives: 


Gucie  —> 92-5 ox ie K/sec 
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Extremely high heating rates occur as the molten aluminum is 
pinched. These heating rates cause the gap and create the 
plasma. 

< a time several tens of microseconds later, the condi- 
tion depicted in Figure 37 evolves into the situation shown 
in Figure 39. The plasma region is at high pressure and high 
temperature. Aluminum particles are expelled from the region 
by the high pressure of the plasma. The plasma rapidly cools 
due to twc mechanisms: expansion and losses of energy due to 
copious radiation. The 35 mm slides show the condition 
existing in Figure 39; see for example Figure 20. The high 
pressure cf the plasma in the gap also causes the molten 
aluminum cn the ends of the wire to begin to flow along the 
wire. The ejected particles ignite and move away from the 
gap region. 

On occasion, after the burning is complete, the test wire 
respords to the large magnetic forces involved. Figure 22 
shows bent aluminum wire which was displaced by the J X B 
magnetic force exerted during the surge of current. Figure 
40 shows the molten aluminum which flows away from the point of 
rupture and cools. The wire is glowing red; this fact is 
based on evidence from 35 mm slides. 

Figure 40 also explains the apparent discrepancy in Table 


5. The length of missing wire, L, was calculated using 


L, = m/p A (12) 


ao 








where m is the measured mass which is lost in the test, A, 1s 
the wire cross sectional area, and pop is the density of alumi- 
num. Subscript 1 indicates method 1 was used to determine L. 
The gap shown in Figure 40 was also measured by a feeler gauge 


and yielded values Lo: In Table 5, L, is greater than L 


2 ihe 
Method 1 for determining & does not account for the molten 
aluminum which flows along the wire away from the gap region 


fa figure 40. 


B. BURNING ALUMINUM PARTICLE DYNAMICS 

Equations for range as a function of time, x(t), and for 
velocity as a function of time, V(t), are given in the notes 
by Fuhs [Ref. 15]. Equations (13) to (16) were develcped for 


projectiles from guns. Range is 
ee) ee ee ee ON e/a) ar/0 (Es) 


where 0 is density of ambient gas, g is acceleration of 
gravity, 8 is ballistic coefficient, and T is a characteristic 


meme. tamer ballistic coefficient, €@, is 
8 = W/C,A (14) 


where W is the weight of the particle, Cy 1s the drag coeffici- 


ent, and A is the cross sectional area of particle. The char- 


acteristic time is 
T = 28/0V_, oe) 


where Ve Menthe Initial particle velocity. The velocity of 


the partzreles as a function of time, V(t), is 
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Figure 40. Final Condition of Aluminum Test Wire. 


96 





7 me a7) (16) 


Poauatiemse(13) through (16) apply only if thrust and gravity 
are inconsequential. 

Presumably one could determine x(t) from the high speed 
movies. An attempt was made to do so; however, the inability 
to measure x(t) accurately yielded data with considerable 
scatter. Meaningful conclusions could not be made. 

With the limited information available, one can assume 


that: 
Ss a Cie) 


where subscripts "s" and "a" refer to steam and air, respec- 
tively. Further, one can assume that the initial velocities 
Ue for particles ejected in steam or air are the same. If 
the plasma formation dominates the ejection process, the 
assumption seems to be plausible. Only density remains in 


equation (15). The density ratio is 


p. / OR = (P2722) (aa 7 (18) 


where p is the pressure, T is the temperature and M is the 
molecular weight. Table 6 summarizes the values of p, T, M, 
and density ratio. Obviously, the density ratio is near unity. 
Consequently, the characteristic time, T, in equation (15) 
is nearly the same for tests in air or steam, and the range 


as t-~ from equation (13) should be the same in air or steam. 
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Maple 6. Density Ratio for Steam and Air Tests 


Runs Environment P(psi) me) M p/0, 
con ia, Aix ay 20 29.8 == 
pr rst Steam aS eee 18 0.97 
Second Steam 20.3 7 18 0.65 


The observed ranges in air and steam are not the same. 

One can attribute the observation to the "rocket" effect. 
Another observation concerning the two tests in steam is 
relevant. The density for the first run in steam is greater 
than for the second run; see Table 6. Hence, the average 
range of particles should be greater for the second test than 
for the first test. The observed results for particle ranges 
are correct. 

Table 7 summarizes the observations concerning tests in 
steam or air. Marked differences occur; it is these differ- 
ences which must be explained in order to understand the role 
of metal-water reactions in underwater explosions. 

Figure 41 illustrates the origin of erratic particle paths 
and particle spin. An oxide coating forms a chamber from 
which liquid aluminum flows through an opening. Combustion 
occurs on one side of the particle as shown in Figure 41(a). 

A thrust is developed of sufficient magnitude to cause the high 
acceleration turns shown in Figures 20, 21, and 22. If the 
nozZle or opening in the oxide coating is asymmetrically 


located, a torque develops about the center of gravity, CG, of 
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Table 7. Summary of Observations for Tests in Air and Steam 


Steam Cbservation Pe 
Typical Velocity Particle Velocity Typical Velocity 
2 to 4 m/sec 7 to ll 
ferst feat 31.5 Chamber Pressure | All tests 14.7 
Second Test 20.3 psia 
Beest Test 1.19 Chamber Density les 
Second Test 0.80 kg/m3 
Smocth Curved Particle Erratic at End of 
Trajectory Trajectory Trajectory (curved 
(curved due to due to rockets) 
gravity) 


Same Ballistic Same 
Coefficient 
Yes, with Reignition None or Rare 
Pulsation in 
Intensity 
Mest 1 2a2/+22.9 Range of Particles 554 2039.3 
mest 2mor.5+)17.8 mm 


None Evident Diffusion Flame Babess Me 8S ound s 
at the wire Wire, Bright Yellow 


Above Wire; indi- 
cates Convection 





Absent; not "Rocket" Effect Major Factor near 
observed of Combustion end of Trajectory 


the particle, as shown in Figure 41(b). The spinning particles 
shown in Figure 20 are a result of the torque. 

A model is needed which matches the main features of the 
observations. Figure 42 is a flow chart which was used to 
develop the model. The heavy lines around the boxes in Figure 
42 are the final results of the model. 

It is assumed that the particles are ejected from the wire 
by the plasma without an oxide coating and at the same average 


velocity irrespective of the environment, i.e., air or steam. 


99 





OXIDE 






PURE snes 
= ALUMINUM 
ee 


FLAME 


(a) Thrust developed due to "rocket" effect. 


TORQUE 
ABOUT 
CG OF 
PARTICLE 





w))  “Terque, £2, 


due to asymmetric nozzle. 


Figure 41. Origin of particle dynamics. 








For particles in air, the combustion generates an oxide coating 
as the particle moves along the trajectory. Near the end of 
the trajectory, the condition illustrated in Figure 41 prevails 
leading to the erratic trajectories shown in Figures 20, 2l, 
and 22. The oxide coating causes thrust and extends the range 
of the particles in air. 

For particles NG in steam, spin was not observed. 
Also, Sharp changes in the direction of motion were not seen. 
According to Figure 41, the thrust and torque on the aluminum 
particles are due to an oxide coating. Either an oxide coating 
does not develop or else the oxidizer can diffuse evenly 
through the oxide coating. Macek, Friedman, and Semple [Ref. 
13] observed a different diffusion flame structure for alumi- 
num burning in wet or dry oxidizer. 

Refer to Figures 25 and 26. Almost every particle trajec- 
tory in steam shows the behavior sketched in Figure 43. The 
film exposure is shown in Figure 43. At point A, the trajec- 
tory 1S narrow and increases in width to point B. If the 
particle is burning at a fixecG rate while the velocity is 
decaying, the exposure of the film would be as shown. 

From point B to C to D, the exposure decreases in spite 
Seetne taee the velocity is decreasing. For this to occur, 
the rate of combustion must be decreased. 

At point D, the flame is extinguished with reignition 
Scelrriacgmat POlnt EB. The réignition occurs sharply. A 


Cerelecadimeconolclon for combustion must exist: the critical 


ee! 






r bias Lakes iy 


a 








condition is undoubtedly related to particle velocity. 
Following the reignition, the flame is extinguished once 
again going along the trajectory from point E to F. 

Also shown in Figure 43 is an inset depicting pulsating 
combustion which occurred in test number 2 in steam. Once 


again this interesting phenomenon is not understood. 
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Figure 42. Flow chart for logic used to construct a 


model of combustion. 
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VII. CONCLUSIONS AND RECOMMENDATIONS 


eee CONGEUSIONS 
eeoeot Apparatus 

The pressure vessel, described in Section III, func- 
tioned as designed. Tests were conducted in nearly pure 
steam at high temperatures without difficulty. As predicted 
by the design calculations, the insulation system greatly 
reduced the heat loss to the outside atmosphere. The observa- 
tion ports provided clear undistorted views of the testing 
process; by using appropriate experimental techniques, 
condensation of steam on the windows was avoided. The flexi- 
ble, versatile design of the pressure vessel and its accompany- 
ing equipment will provide a means of conducting numerous 
tests under the desired conditions. Much valuable data should 
become available with the use of this device. 

The photomultiplier tubes, described in Section IV, 
provided qualitatively correct data; measurements involving 
PMT are difficult and require considerable experimental 
finesse. Data from the PMT, in conjunction with data from 
the movie camera, provided excellent information on the mul- 
tiple flash phenomenon. The high speed movie camera provided 
data in sufficient quantity to evaluate the average velocity 
of each particle; however, the high speed movie film did not 
permit evaluation of equations (13) and (16) which are the 


range and velocity of the burning aluminum particles as a 


i 05 








function of time. The 35 mm color slides also provided valu- 
able data. The nature of particle trajectories (Figure 20), 
wire dynamics (Figure 22), wire radiation (Figure 21), and 
evidence of diffusion flames (Figure 24) was obtained from 
slides taken of various tests in both air and steam. 

Electrical energy measurement equipment operated satis- 
factorily; improved accuracy of measurement may be desirable. 
Dual-beam oscilloscopes provided the initial information 
needed to properly adjust the wave-form recorder for best 
data collection. The digital thermometer system and the 
vacuum/pressure systems performed as designed. Temperature 
control of the apparatus allowed precise setting of the desired 
steam pressure and temperature. 

2. Results 

Many of the results cited in this report are nioneer- 
ing and preliminary in nature. Aluminum combustion in steam 
has been demonstrated; see Figures 25 and 26. Plasma was 
formed using 480 amperes of current. A spray of burning alumi- 
num particles was ejected in the testing prccess in both air 
and steam. The spray of aluminum particles is relevant since 
previous research by Strott and Buck [Ref. 2] has provided 
evidence of the particles in underwater shaped charge experi- 
ments. Hence, the results of these experiments should provide 
useful information on the behavior of aluminum particles in 
steam. Thorough study of Tables 2 and 7 will provide several 
important, useful facts about aluminum combustion in various 
atmospheres. 
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As stated, this research was preliminary in nature. 
An investigative approach to evaluation of the results was 
made. Figure 42 is a flow chart of the logic used in develop- 
ing a model to explain the observed combustion phenomenon. 
Conjecture, speculation, and intuition were used at times to 
reach plausible conclusions where data were not available. 
Table 7 lists these facts that were verifiable by the data 
collected. Figures 25, 26, and 43 contain data which has 
provided more questions than answers. What makes the parti- 
cles in steam? Why do the particles appear to pulse? Why is 
there very little evidence of a diffusion flame along the 
wire in steam? Further research should provide the answers. 

Additional information which was not obtained, due to 
a lack of time, was data on transierit temperatures and 
pressures at the instant of plasma flash. The transducers and 
test equipment are available but were not used for these tests. 
Additionally, an infrared thermometer system was ordered but 
did not arrive in time to be used in these experiments. The 
infrared system is sensitive in the 2.0 to 2.6 micron region 


and has a time response of 100 milliseconds. 


B. RECOMMENDATIONS 

The most useful data from these experiments was collected 
when several of the instruments were operational for the same 
test. Simultaneous use of all of the instrumentation provides 
more information for screening and checking hypotheses. Syner- 


gistic results are available by cross correlation between 
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measurement methods. Multiple plasma flashes were observed 
on 3 separate occasions by different instruments. [In none of 
the 3 cases were multiple instruments in use. 

Use of color high speed movie film may provide more evi- 
dence of diffusion flames in steam. Use of a spectrograph 
can complement the results available from the PMT. A system 
to measure the quantity of hydrogen gas evolved due to com- 
bustion would provide a measurement of the extent cf combustion. 
A more accurate scale, with 10 microgram accuracy, is needed 
to improve measurement of before/after aluminum wire mass; 
see Table 5. 

Multiple test runs of the pressure vessel might damage 
the vacuum pump; installation of a cold trap in the vacuum 
pump piping could prevent water damage to the vacutm pump. 
See Figure 13 for the vacuum pump piping. The shurt used for 
measurement of the current in the test wire circuit: was rated 
Ac 300 amperes for 50 millivolts; calibration of the shunt 
could provide answers to the whereabouts of some of the 
"Missing" Joules, see Section II. Calibration of the shunt 
was not accomplished in these tests due to lack of time. 

Finally, the performance of tests involving slow heating 
of the aluminum wire in both air and steam could provide addi- 
tional information and better understanding of the ignition 
process. Slow heating provides better control and measurement 
of wire temperature. The diffusion flame may be apparent 


before the plasma flash occurs. 
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APPENDIX A 


ENERGY CALCULATIONS 


Calculation of total energy required to change aluminum 


Bteec00 GCeinto vapor at the boiling point of aluminum (2494 C) 


Define: 2, the length of aluminum test wire 
x, the length of "missing" aluminum test wire 
To! initial temperature of test wire, 200 C 
TH! melting temperature of aluminum, 660 C 
The boiling temperature of aluminum, 2494 C 
Col? specific heat of solid aluminum, 0.9 J/gm K 
C52! Specrire Hea ot Mioquid aluminum, 1.18 J/gm K 
Nes heat of fusion of aluminum, 397 J/gm 
Dyas heat of vaporization of aluminum, 10.78 kJ/gin K 
Aes heat of combustion of aluminum, 31.05 kJ/om 
mg, mass of aluminum test wire, 0.138 gms 
ms mass of "missing" aluminum wire, 0.000212 gms 
Assume: (1) 2 = 65 mm 
2) x = 1 mm 


(3) all of the sample g melted 
(4) all of the "missing" sample x vaporized 


(5) all of the "missing" sample x burned 


a 
m 
en = m, if SL at 


Ay 


O 
933 
one Oa rs 0.9 dT = 78.6 Joules 
473 
Ae = 0.84 Joules 


Ty 
ey = Mm, CH2 ar 


ae 
m 


ro 








2967 
On Got 2 vA 1.18 at = 4.59 Joules 


2 — 
2 933 
Ay = 22.9 Joules 
e, = on + ne aa ey = h = 106.9 Joules 
é = it = 65.8 Joules 
¢ <c 


Electrical Energy Transferred to the Wire 
Define: t, the time for rupture of wire to occur 
iy the voltage in the circuit, volts 


ime), che cUrrenteim the Cireult, as a function 
of time (t) 


Assume: (1) es = 76.0 msec 
wm) V = Sa voles 
(3) (Go) 480 - 60t/.076 


) 
il 


ie 
f WARE Gis 
e 


0 


D 
ll 


vf< (480 - 60t/.076) dat 
0 


274 Joules 


Energy "Lost" in Resistance of Test Wire Circuit 


16.73 nanoohm meters 
72 nonoohm-meters 


Copper resistivity 
Stainless Steel resistivity 


Total resistance Copper and Stainless Steel 


R» = 00263 chms 


nf 2 dt 
0 


40.6 Joules 


e 
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APPENDIX B 


ESTIMATION OF WIRE TEMPERATURE 


Estimation of Wire Temperature Using Time History of 
Electrical Current 


A simplified circuit is shown in Figure B-l. 


R_orR 
R C 







REMAINDER WIRE 
OF CIRCUIT 


Figure B-l. Simplified Circuit for the Test Specimen 


Define the following symbols: 


Ye 


Ry 


R 


wire resistance, cold, ohms 
wire resistance, hot, ohms 


resistance of remainder of current which 
includes shunt, battery internal resistance, 
copper cables, and stainless steel test 
holder, ohms 


total circuit resistance, cold, ohms 
total resistance circuit, hot, ohms 


resistivitv of pure aluminum, cold, 
2G 0a eohmucm 


resistivity of pure aluminum, hot, ohm cm 


temperature coefficient for resistivity of 
aluminum, 0.0039 per degree C. 


length of test wire, 6.5 cm 


Pele 





18 = radius of test wire, 0.05 cm 


V = battery potential, volts 
Ia = current in circuit, cold, amperes 
ty = current in circuit, hot, amperes 


When the battery is cherged, V has a value of 12.4 volts. 
From Section V, the values for Ia and 1, are 480 and 420 
amperes, respectively. Hence, the total circuit resistance 


when the aluminum wire is cold is 


Ry = V/Ia = 12.4/480 = 0.02583 ohms (oes) 


The total circuit resistance, hot, Ry 1s 


Ry = 12.4/420 = 0.02952 ohms 
Ry ~ Ra = Ry = Ro = 0.02952) — 0.02453 
Ry - Ro = 0.00396 

Ra = 0.00167 

Rey = UsU00S9G + OF00tTs7 = "0.00536 

Ry/ Rao = Cy/ Pa = lee Nr 
AT = (p,/2, - L)/C 
AT = 566 C 
273 + 566 = 839 K = near melting point 





APPENDIX C 


MAGNETIC FORCE ON THE WIRE 


The magnetic field at the center of a square loop of 
wire is 
He = ay 2 ara (C-1l) 


where the current in the wire is I, amperes, and the length 

of one side of the wire is 2a, meters. Equation (C-l) is 

from Lawden [Ref.17]. The value of H calculated from equation 
(C-1) is not the value at the wire; however, the order of 
magnitude of the force, F, Newtons on the wire can be estimated 
using H as calculated. 


The current density in the wire is 
J = I/A (Ga) 


where A is the cross sectional area of the wire. The force per 
unit volume is 


F/V = JB = wudJH (e=32) 


where the wire volume is V, mn. The relation between the 
magnetic flux density, B, and magnetic field H has been intro- 
duced into equation (C-3) through the magnetic permeability, 
u- The value of »p in air is 47 x 1 Henry/meter. The wire 
volume is 

V = LA (C-4) 


where L is the length of the wire, meters. 


ele 


3 jeubeseiet ct of nes 





Combining the preceding equations and noting that 


L= 2a, one obtains 
2 
F = wv8 I S/n (C=5) 


Inserting current of 480 amperes into equation (C-5) yields a 
force of 0.26 N. The aluminum wire has a mass of approximately 


0.1 gram. The weight of the wire is 
w = mg = (0.0001 kg) (918 m/sec) = 0.00098 N 
The ratio of F tow is of interest; the value is 
F/w = 260 


Obviously, the magnetic force greatly exceeds the weight 


of the wire. 
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APPENDIX D 


DETERMINATION OF PARTICLE SPEED 


Determination of Particle Speed from High Speed Movie in 


Air. 


Define: a, length from lens to image, mm 
b, length from lens to object, mm 
£, the focal length of the lens, mm 


£ = ab/(atb) 
Assume: £ = 75 mm 
b = 330 mm 
a = De / (> £ + b) 
= (330) (75)/(330 -75) = 97 mm 


Magnification, M = dimension of object/dimension of image 
= b/fa 
M = 330/97 = 3.4 


Define: on distance on film print 


de, distance on film (image) 
da: distance of object 
ao 7. d = 94/10 = 9.4 
= = aM 
do dM 5 / degre) 
mee = sowed /9.4 
D 
Frame dy (mm) Adp ds Xs V m/sec 
0. pow 0 Pe 
ik 7.0 Ae 258 me 10.9 
2 5 Ae 4.16 ; 70 
3 16.0 oh 5.79 ook 70 
4 21.0 = PAG ae 7.8 


ES 








Nr 


Zo: 


aes 


APPENDIX E 
TEST PROCEDURE - EXPLODING WIRE CASE 


Weigh and install test wire in holder. 

Install test wire holder in top of test assembly. 

Install windows. 

a. Insure gaskets are clean. 

b. Place gasket on each side of glass. 

c. Put flange, glass, and gasket assembly in position 
and tighten bolts hand tight. 

d. Close drain valve and open pressure gage and vacuum 
pump valves. 

e. Turn on vacuum pump and pump down 10 psi. 

fF. Turn off vacuum pump and close vacuum valve. 

g- Sequentially tighten each flange bolt to 1 foot 
pound of torgue. 

Install sides and top of box including observation port 

covers. 

Close all valves. 

Open Nitrogen drain valve. 

Open Nitrogen supply valve. 

Open drain tube valve and fill water pipe including 

syringes. 

Close valves. 

Check battery voltage. 

Connect battery cable to top of test wire lead. 

Open pressure gage valve. 

Open vacuum pump pipe valve. 

Turn on vacuum pump, monitor pressure gage and digital 

multimeter. 

Close vacuum pump valve and turn off vacuum pump. 

Plug in 220 volt heater line. 

Turn on heater control and all monitorina devices. 

Load high speed camera. 

Open water valve under base and close syringes. 

Close water valve under base. 

Monitor temperature and pressure until desired 

conditions are established. 

Turn on oscilloscopes. 

Turn on wave-form recorder. 

Turn on high voltage power supply for photomultiplier 

tubes. 

Turn on Variac, set voltage for desired camera speed. 

Ensure equipment warm-up is complete and lenses are 

properly positioned. 

Monitor temperature and pressure until desired 

conditions are reached. 
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S10. 


4(). 
41. 
42. 


Record highest temperature indicated. (Thermocouple #8) 
Record maximum pressure indicated by digital 
multimeter. 

Close Heise pressure gage valve. 

Depress High Speed Camera, wait for camera to reach 
maximum speed. 

Depress trigger switch. 

Photograph oscilloscope traces. 

Unplua 220 volt heater line. 

Allow apparatus to cool. 

Record test data. 

a. Make plot of voltage change with wave-form recorder. 
b. Remove and develop high speed film. 

Open base water valve and drain valve allowing pressure 
to stabilize. 

Disconnect battery cable. 

Remove top port cover. 

Remove test wire holder assembly. 

If additional runs are desired, return to step l. 

If final run of series, remove top and sides of box 

to allow further cooling. 

When device returns to normal temperature level, remove 
windows. 

Clean window surfaces with distilled water. 

Check battery voltage, hook-up battery charger at end 
of last run for the day or whenever battery voltage is 
low. 
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APPENDIX F 


SAFETY PROCEDURES 


CAUTION: Apparatus is designed for high temperature and 
pressure. 

Ensure all switches are OFF and drain valves are OPEN 
before approaching apparatus. 

Ensure high voltage heaters are UNPLUGGED at the wall 
receptadle. 

Check all thermocouple readings before removing any 
portion of apparatus. 

Battery circuits and the vacuum pump are GROUNDED to the 
metal table. Ensure the positive lead of the battery 
remains above the table top when circuits are energized. 
Observation port glass is very hard and will BREAK if 
OVERSTRESSED. 

SAFETY GOGGLES should be worn when tightening flange 
bolts. 

All FLANGE bolts should be installed finger tight cnly 
Iindtwally . 

Follow window installation procedures completely. 
Photomuitiplier tubes are EXTREMELY light sensitive. 
Ensure high voltage power to the Photomultiplier Tubes 
1s turned OFF before opening Photomultiplier tube box. 
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